M.  Keating  &  Sons  Go. 

3i  Wood  Mantels  and  Fireplace  Fixtures 

224  and  226  Washington  St.  CHICAG 


njT' 


F  actory  Organization 

and  the  employment  of  the  very  best 
talent  and  skilled  workmen  has  built  up 
for  these  Mantels  a  reputation  for  Elegance 
and  Quality  which  at  once  establishes 
them  the  Standard  of  Mantel  Superiority 


But  First  of 
all 

We  Strive  for 

“Quality” 
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Ba.ses  of  all  kinds  from  i)af>'e  0  to  pa<>e  40.  ('al)iuet  mantels  from  page  41  to  ])age  120. 
Bookcases  page  122. 

('onsols  page  121. 

Flat  bases  and  mantels  ])ages  Nos.  0,  8,  41,  43,  45,  55  and  57. 
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Wood  Mantels 

A  N  D 


Fire  -  Place  Fixtures 


WQDD  MANTELS 


OP  quality 


No.  1212 


Quartered  O  a  k  and 
Real  Mahogany,  Pol¬ 
ished. 


Height,  7  ft.  Profile,  ti  iiielie.'i. 

Width,  5  ft.  Tile  Opening,  4,')  x  48  inehe.s. 

Mirror  10  x  48  inche.s. 


WQDD  MANTELS 


OF  QUALITY 


No.  120 


Crotch  ed  Quartered 
Oak  and  Mahogany, 
Polished 


Height,  6  ft.  3  inches. 
Width,  5  ft. 

Mirror,  14  x  52  in. 

Tile  Opening,  48  x  48  in. 
Profile,  4  in. 


5 


OF  QUALITY 


r' 


WGDD  MANTELS 


No.  24 


Plain  Oak,  Superior 
Gloss  Finish. 


Height,  4  ft.  7  in, 

VVidth,  4  ft.  0  in.,  wall  plates  to  .5  ft. 
Tile  Opening,  30  x  30  in. 

Profile.  4  in. 


No.  744 


Plain  Oak,  Superior 
Gloss  Finish. 


Height.  4S  in. 

Width.  4  ft.  0  in. 

Tile  Opening,  30  x  30  in. 

Profile,  4  in. 

This  base  also  made  without  profile. 


No.  745 


Plain  Oak,  Superior 
Gloss  Finish. 


Height,  4  ft.  5  in. 

Width,  4  ft.  6  in.,  wall  plates  to  5  ft. 
Tile  Opening,  30  x  36  or  30  x  42  in. 
This  base  also  made  without  profile. 
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r~ 


WQDD  MANTELS 


''V 


k 


ft 


OF  QUALITY 


/■ 


No.  4  Height,  4  ft.  7  in. 

_  Width,  5  ft. 

r,,  .  „  ,  „  .  Tile  Opening,  3(i  x  30  in 

Plain  Oak,  Superior  „  c,  . 

Gloss  or  Mission  ‘  rohle,  4  in. 

Finishes 


1 


7 


r" 

WQDD  MANTELS 

3 

I  ,  .  _ _ _ 


OF  QUALITY 


No.  76 


Plain  Oak,  White 
Wood  Mahogany,  Su¬ 
perior  Gloss  Finish. 


Height,  !•  ft.  7  in. 

Width.  4  ft.  ti  in.,  wall  plate.s  to  o  ft. 

Tile  Opening.  S(i  x  .‘?(i  or  IIG  x  4‘'2  in. 

Profile,  4  in. 

.\lso  furnished  in  Oak  without  ])rofile  with 
3(i  X  42  opening. 
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r 


W(3DD  MANTELS 


(R)  I 


OF  QUALITY 


I ' 


'I 


No.  15 


Plain  Oak,  White 
Wood  Mahogany,  Gloss 
Finish,  Quartered  Oak, 
Polished. 


Height.  -1  ft.  7  in. 

Width,  i  ft,  (>  in.,  wall  plates  to  o  ft. 
Columns,  syi  in. 

Tile  Opening,  3G  .\  30  in. 

Profile,  334  in. 


9 


WODD  MANTELS 


-Vv 


(fi) 


OF  QUALITY 


1 


rf  r  ynr r  sMt0t0M(ffr * '  i i  '  rii n 


y-^ 


!  -f 


No.  92 


Plain  Oak,  Gloss  Finish 
Maple  Mahogany  and 
Quartered  Oak, 
Polished. 


llciglit,  t  ft.  10  in. 

Width.  1  ft.  H  in.,  wall  plates  to  5  ft. 
Tile  Opening,  tiO  x  in. 

Colmnns.  .‘13^  in. 

Profile,  4  in. 


10 


A 


WQDD  MANTELS 


<io 


4 


ft 


OF  QUALITY 


I 


No.  1036 


Plain  Oak,  Superior 
Gloss  or  Mission 
Finishes 


Height.  ;j  ft,  1  in. 
Width,  .-)  ft. 

Tile  Opening,  ,‘i!)  x  4‘2  in 
Profile.  4  in. 


11 


j  WQDD  MANTELS 


OF  QUALITY 


No.  758 


White  Wood,  Three 
Coats  White,  White 
Enamel  and  Imitation 
Mahogany. 


Height,  -1  ft.  8  in. 
Widtli,  5  ft. 

Columns,  3  in. 

Tile  Opening,  39  x  in 
Profile,  3  in. 


12 


WGDD  MANTELS 


<TO, 


OF  QUALITY 


1 


No.  965 


White  Wood,  Three 
Coats  White  and  White 
Enamel. 


Iloight,  4  ft.  4  in. 

Width,  5  ft. 

Tile  Opening,  4^2  x  4^  in. 
Profile,  4  in. 


I 


1.4 


WQDD  MANTELS 


ft 


OF  QUALITY 


No.  846 


Plain  Oak,  Maple  Ma¬ 
hogany,  Superior  Gloss 
Finish,  Quartered  Oak, 
Polished. 


Height,  4  ft.  10  in. 

IVidth,  4  ft.  i)  in.,  wall  plates  to  .5  ft. 
Columns,  4  in. 

Tile  Opening,  ,‘59  .x  4'-^  in. 

Profile,  4  in. 


14 


WQDD  MANTELS 


OF  QUALITY 


No.  1176 


Quartered  Oak  and 
Real  Mahogany  Pol¬ 
ished. 


Height.  5  ft.  i  in. 

Width,  i  ft.  Ill  in.,  wall  plates  to  .5  ft. 
Tile  Opening,  -1“^  x  d‘-2  in. 

Profile,  4  in. 


I 


15 


WGDD  MANTELS 


ft 


OF  QUALITY 


I 


I 

1= 


No.  1082 


Quartered  Oak  and 
Real  Mahogany,  Pol¬ 
ished. 


Height,  4  ft.  10  in. 

Width.  4  ft.  9  in.,  wall  plates  to  3  ft. 
Colnmn.s.  4  inches. 

Tile  Opening,  3!)  x  4‘2  in. 

Profile,  4  in. 


i  i 

<  I 

T 

I 

' 


16 


WODD  MANTELS 


m] 


r:%\ 


(R) 


OF  QUALITY 


!M.iJu  >;v. 


No.  1226 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished. 


Height,  4  ft.  .5  in. 
Width.  5  ft. 

Tile  Opening,  45  x  48  in 
Profile,  ()  in. 


17 


r 

L 


WQDD  MANTELS 


OF  QUALITY 


No.  1178  Height.  5  ft.  1  in. 

_  Width.  5  ft. 


White  Wood,  Three 
Coats  White,  Birch 
Mahogany  Polished. 


Tile  Opening.  !!!)  x  i'i  in. 

I’rofile.  .‘5  in. 

N'ote — Carving  shown  on  shelf  not  furnislied 
mahogany. 


on 


18 


WGDD  MANTELS 


ft  I 


OF  QUALITY 


No.  1180 


White  W’ood,  Three 
Coats  White,  Birch 
Mahogany  Polished 


Height,  4  ft.  11  in. 

Width,  5  ft. 

Columns,  33^  in. 

Tile  Opening.  3!)  x  4^J  in. 

Profile.  3  in. 

Note — Carving  shown  on  frieze  and  columns  left 
off  when  furnished  in  mahogany 


19 


WGDD  MANTELS 


L_ 


1 


ft 


P 


OF  QUALITY 


No.  1025 


White  Wood,  Three 
Coats  White  and  White 
Enamel 


Height,  4  ft.  6  in. 

Width,  5  ft. 

Columns,  1  in. 

Tile  Opening,  4^2  x  42  inches. 
Profile,  3  in. 


20 


WQDD  MANTELS 


OF  QUALITY 


No.  1098 


White  Wood  Three 
Coats  White  and  White 
Enamel 


Height,  .5  ft.  in. 

Width,  ft. 

Columns,  43^  in. 

Tile  Opening.  4-2  x  4'-2  in, 
I’rofile,  3  in. 


21 


f - 


WODD  MANTELS 


1  (Ji) 


4 


OF  QUALITY 


1 


No.  1234 


White  Wood,  Three 
Coats  White  and  White 
Enamel 


Height,  4  ft  4  in. 
Width,  .5  ft. 

Tile  ()|)ening  3!)  x  4‘2  in 
Profile,  r>  n 


22 


WGDD  MANTELS 


OF  QUALITY 


I 

1 

i 

i 

f 

i 


No.  1154 


Plain  Oak,  Superior 
Gloss,  or  any  Mission 
Finish,  Quartered  Oak 
Polished. 


Height  5  ft.  1  in. 

Width,  5  ft. 

Tile  Opening,  dS  x  48  in. 

Profile.  ()  in. 

Note — Kiirnrshed  in  (Quartered  Oak  without  carv¬ 
ings  on  pilasters. 


23 


A 


i  WQDD  MANTELS 

i 


OF  QUALITY 


No.  1152 


Plain  Oak,  any  Mission 
Finish. 


Ilcijihl.  4  ft.  8  in. 

Width.  .5  ft. 

Tile  Oiieninf;,  48  x  4'2  in. 
Profile,  (i  in. 


24 


W(3DD  MANTELS 


OF  QUALITY 


No.  1204 


Quartered  Oak  and 
Real  Mahogany,  Pol¬ 
ished. 


Heiglit.  .)  ft.  1  ill. 
Wiiitli.  j  ft. 

Tile  Opening,  ^.>  x  in 
Profile  .)  in. 


25 


WODD  MANTELS 


dhm. 

A  a  L 


OF  QUALITY 


No.  1190 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished. 


Height.  .5  ft.  5*2  in. 

^^i(lth.  -t  ft.  8  in.  wall  plates  to  5  ft. 
Tile  Opening.  48  x  48  in. 

Profile,  4  in. 


26 


WQDD  MANTELS 


OF  QUALITY 


No.  1228 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  .0  ft.  'i  in. 

Width,  .5  ft. 

Tile  Opening.  48  x  48  in. 
Prof.le,  ()  in. 


27 


WGDD  MANTELS 


OF  QUALITY 


No.  1099  Ilfight,  .5  ft,  .‘i  in. 

_ 4  ft.  Ill  in.,  wall  i)lati‘.s  to  5  ft. 

Quartered  Oak  and  1  ile  ()peninf;.  f'i  x  4'^  in. 

Real  Mahogany  Pol-  Profile,  4  in. 
ished 


28 


WGDD  MANTELS 


OF  QUALITY 


Ileiglit,  .)  ft.  'i  in. 
Wi.llli.  5  ft. 

Tile  Opening,  f.)  x  in 
Profile,  .5  in. 


i 

i 

I' 


No.  1208 


Quartered  Oak  and 
Real  Mahogany  P  o  1  - 
ished. 


29 


WODD  MANTELS 


ft 


OF  QUALITY 


No.  1200 


Ouartered  Oak,  Pol¬ 
ished. 


Height,  .>  ft.  (i  in. 
Width.  .)  ft. 

'I'ile  Opening,  d.)  x  4'2  in 
Profihs  (>  in. 


50 


W(3DD  MANTELS 


OF  QUALITY 


I 


No.  1230 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished. 


Height,  ,5  ft.  (i  in. 

Widtli,  4  ft.  1<I  in.,  wall  jilatc.s  to  .j  ft. 
Tile  Opening,  4'2  x  4"2  in. 

Profile,  4  in. 


31 


r 


WQDD  MANTELS 


(ft 


/■ 


OF  QUALITY 


No.  1048 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height.  5  ft.  10  in. 

Width,  o  ft. 

Columns,  o  in. 

Tile  Opening,  4,3  x  4^  inches. 
Profile,  3  in. 


32 


WQDD  MANTELS 


OF  QUALITY 


1 


No.  1186 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished. 


Height.  .5  ft.  1(1  in. 
Width.  .5  ft. 

Pilasters  in. 

Tile  Opening.  4,5  x  4'’2  in. 
I’rofile.  tl  in. 


33 


WQDD  MANTELS 


OF  QUALITY 


No.  1142 


Quartered  Oak,  P  o  1  - 
ished 


Ili-ifilit,  (>  ft.  1  in. 

Wiiltli,  t  ft.  Ill  in,,  wall  plates  to  .5  ft. 
I’ilasters,  (i'o  in. 

Tile  OfX'nini:,  4'2  x  f‘2  in. 

Profile,  .)  in. 

Note — No.  lit;!  same  as  above  except  with 
1-2  X  :!(>  mirror  instead  of  Panel  as  shown. 


U 


WQDD  MANTELS 


(ft 


OF  QUALITY 


No.  1214 


Quartered  Oak,  P  o  1  - 
ished. 


Hciglit.  (i  fl-  in. 

Width,  .)  ft. 

d’ilc  ( fiiciiiiif;.  -f.)  X  -tH  in- 

Profile,  :i  in. 


n 

“1 

L _ 

.-  ....-r.'  S 

1 

Ihmhi 

wmmi  1 

35 


WQDD  MANTELS 


OF  QUALITY 


No.  1086 


h  i  t  e  '  o  o  d ,  Three 
Coats  White  and  White 
Enamel 


Ih'if;lit,  .5  ft.  ()  in. 

Width,  .)  ft. 

Cohinin.s,  1'2  in. 

Tile  Opening,  \  in. 
I’roHle,  i  in. 


.^6 


WC®D  MANTELS 


m 


k 


ft 


OF  QUALITY 


/• 


No.  1184 


White  Wood,  Three 
Coats  White  or  W'hite 
Enamel 


Height,  .5  ft.  2  in. 

Width.  .5  ft.  d  in. 
Columns,  53  2  ia. 

Tile  Opening,  45  x  4^2  in. 
Profile.  2  in. 


37 


r 


OF  QUALITY 


W®D  MANTELS 


No.  1124 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Heighl.  (i  ft. 

Width.  .5  ft. 

Cohimn.s,  .J'o  i'l. 

Tile  Opening.  4.5  x  in. 
Profile.  ;!  in. 


38 


W(3DD  MANTELS 


OF  QUALITY 


No.  1004 


Quartered  Oak,  P  o  1  - 
ished 


Height,  (i  ft.  S  in. 
Width,  ■)  ft. 

'Pile  ()|)ening,  Vi  x  4^2  in 
Profile.  4  in. 


39 


f  WGDD  MANTELS 

1 

w 

^  OF  QUALITY 

No.  1224  Height.  ()  ft.  .‘i  in. 

_ Width.  ft. 

Ouartered  Oak,  Pol-  •> 

ished  I'ilf  ()])ening.  4-2  x  12  in. 

I’rotile.  2'o  in. 


40 


i 


WQDD  MANTELS 


«»' 


<•1. 


ft 


I 


OF  QUALITY 


No.  98 


Plain  Oak,  Superior 
Gloss  Finish 


lloifilit.  (i  ft.  .)  in. 

IVidlli,  1  ft.  (i  in.,  wall  platc.s  to  .3  ft. 

('iilninn.s,  '2  '  o  '»• 

Mirror,  1  1  x  24  in. 

Tile  Opening,  titi  x  30  in. 

Profile,  4  in. 

Note — This  mantel  also  made  without  profile,  4 
ft.  0  in.  wide. 


41 


WOOD  MANTELS 


4 


ft 


OF  QUALITY 


No.  122 


Plain  Oak,  Superior 
Gloss  Finish 


Height.  (>  ft.  (!  in. 

Width.  4  ft.  (i  in.,  wall  plate.s  to  o  ft. 
Mirror.  14  x  ^4  in. 

Tile  Opening.  .‘56  x  36  in. 

Profile.  4  in. 


42 


WC2)D  MANTELS 

H  ' 

(ft  k- . 

OF  CiUALITY 

No.  37 


Plain  Oak.  Superior 
Gloss  Finish 


Height,  (i  ft,  (i  ill 

Width,  t  ft.  (i  in.,  wall  plate.'i  to  •)  ft. 
Mirriir,  1 1  x  "i  t  in. 

Colmnn.s.  ■■2*2  hi. 

'Pile  Opening,  titi  x  .‘i(i  i  i. 

Profile,  3  in. 

Noti - .\l,so  made  wit  hunt  jirofile. 


43 


1  WGDD  MANTELS 


«o 


4. 


(ft 


OF  QUALITY 


No.  19 


Plain  Oak,  Superior 
Gloss  Finish 


Ileiilht,  (1  ft.  ()  in. 

Widtii,  4  ft.  ()  in.,  wall  i)late.s  to  .)  ft. 
Mirror,  14  x  -24  in. 

(  olninn.s,  ^^2  in. 

'Pile  Opening,  .‘id  x  .‘id  in. 

Profile.  1  in. 

Solid  'Pop  Shelf. 


44 


1 


WQDD  MANTELS 


OF  QUALITY 


No.  26 


Plain  Oak,  White 
Wood  Mahogany 
Superior  Gloss  Finish 


Tioight.  (i  ft.  (i  in. 

Width,  4  ft.  (i  in.,  wail  plates  to_,5  ft. 

Niin-or,  14  x  '■2  i  in. 
t'olunins,  ‘2 '2  in. 

Tile  Opening.  .‘!(>  x  tlti  or  30  x  42  in. 

Profile,  4  in. 

This  .Mantel  al.so  furnished  without  profile  with 
30  x  42  opening  Solid  Top  Shelf. 


45 


WGDD  MANTELS 


OF  QUALITY 


No,  152 


Plain  Oak,  White 
\^’  o  o  d  Mahogany 
Superior  Gloss  Finish 


Height,  0  ft,  (i  in. 

Width,  4  ft,  (>  in,,  wall  iilates  to  j  ft. 
Mirror,  10  x  gO  in. 

Column,'!,  2  hi. 

Tile  <)])ening,  tlti  x  tiO  in. 

Profile,  4  in. 


46 


WGDD  MANTELS 


OF  QUALITY 


J 

F 


I 


i 

i 

i 

I, 

I 

! 

!! 

II 

I 


i 


I 


No.  1 


Plain  Oak,  Superior 
Gloss  or  Mission 
Finishes 


lleiglit,  l>  ft.  ()  in. 

Wiiitli.  i  ft.  0  in.,  wall  plates  to  .5  ft. 
Mirror.  11  x  ‘■24  in. 

Tile  ()])ening,  tifi  x  .'i(i  in. 

Profile,  4  in. 

Solid  Top  Shelf. 


WODD  MANTELS 


OF  QUALITY 


No.  150  Hi'iplit,  (i  ft.  7  in. 

\M(lth,  i  ft.  (i  in.,  wall  plates  to  a  ft. 
Mirror,  l(i  x  ■^8  in. 

Tile  Opening.  SI!  x  .‘it!  in. 

Profile,  4  in. 


Plain  Oak,  Maple 
Mahogany,  Superior 
Gloss  Finish 


WGDD  MANTELS 


A 


*•  -  4.. 


ft 


OF  QUALITY 


No.  64 


Plain  Oak,  Maple 
Mahogany,  Superior 
Gloss  Finish 


Height,  (i  ft.  ■’>  ill. 

Wiilth,  4  ft.  (i  ill.,  wall  plates  to  .5  ft. 
Mirror,  14  x  g4  in. 

Cohinins.  ‘.i  in. 

Tile  Opening.  ;!•>  x  .40  in. 

Profile,  4  in. 

Solid  Top  Shelf. 


49 


I  WGDD  MANTELS 


OF  QUALITY 


V 


No.  57 _ 

Maple  Mahogany,  and 
Plain  Oak,  Gloss 
Finish 


lleif'lit,  (>  ft.  S  in. 

Width.  4  ft.  !)  in.,  wall  jjlates  to  .5  ft. 
Coin  inn.s,  ;iH  ill. 


Mirror.  Ki  x  'ih  in. 

Tile  Opening,  titi  x  .‘i(i  in. 
Profile,  4  in. 


50 


I 

h 


WQDD  MANTELS 


f 


- - > 

^  OF  QUALITY  | 


No.  65 


Plain  Oak,  Maple 
Mahogany,  Superior 
Gloss  Finish 


Height,  (i  ft.  .5  in. 

Widtli.  t  ft.  (i  in.,  wall  jjlates  ti)  .5  ft. 

Mirror,  Iti  x  '2K  in. 

('olumn.s.  ;i  in. 

Tile  Opening,  titi  x  30  or  30  X  4'-2  in. 

I’rofile,  -I  in. 

Note — Xo.  00,  .same  a.s  above,  except  ha.s  10  x  l28 
oval  mirror.  Solid  Toj)  Shelf. 
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WODD  MANTELS 


OF  QUALITY 


No.  i 


Plain  Oak,  Superior 
Gloss  or  Mission 
Finishes 


Height,  (i  ft.  7  ill. 

\Mdth.  4  ft.  ()  in.,  wall  plates  to  5  ft. 
Mirror,  Ki  x  28  in. 

Tile  Opening,  :!(>  x  36  in. 

Profile,  4  in. 

Solid  Top  Shelf. 


52 


OF  QUALITY 


WCJDD  MANTELS 


WBSSl 

No.  116 


Plain  Oak,  Maple 
Mahogany,  Superior 
Gloss  Finish 


llciglit.  (i  ft.  H  ill. 

Width,  1  ft.  (i  in.,  wall  platc.s  to  .)  ft. 
Mirror,  l(i  x  “28  in. 

('oliiinn.s.  ,‘i  in. 

Tile  Opening,  ,‘!(i  x  3(i  in. 

Profile,  4  in. 


5,4 


OF  quality 


f 

I 

I 


WODD  MANTELS 


No.  29 


lloif'ht.  (i  ft.  9  in, 

\\i(ltli,  f  ft.  (i  ill.  w.’ill  plati’.i  to  a  ft. 
Mil  ror,  1 S  x  tU)  in. 


Column.s,  .‘J  in. 

Tile  Openiiif;.  .S(i  x  .‘i(!  in. 
I’nifile.  4  in. 


Plain  Oak,  Maple 
Mahogany,  Superior 
Gloss  Finish 


,S4 


1 


WGDD  MANTELS 


OF  QUALITY 


No.  17  Height,  (i  ft.  11  ill. 

Wiiltli,  -1  ft.  !)  in.,  wall  plates  to  •>  ft. 

Mirror.  18  x  til)  in. 

Columns.  .‘ij4  in. 

Tile  Oiiening,  .‘5(i  x  .‘Ki  in. 

Profile,  4  in. 

Note — .\lso  made  without  profile  with  tile  opening 
tl!)  X  -li  in.  Solid  Top  Shelf. 
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Plain  Oak,  Superior 
Gloss  Finish 


WODD  MANTELS 


(. 


Vv 


njr 


ft 


OF  QUALITY 


/■ 


No.  18 


Plain  Oak,  Superior 
Gloss  Finish 


Ilciglit.  (i  ft.  11  in. 

Width,  4  ft.  !)  in.,  wall  plates  to  o  ft. 
.Minor.  IH  x  .‘io  in. 

Colnnins,  ti’o  hi. 

'File  Opening,  .‘K!  x  IKi  in. 

Profile,  1  in. 

Solid  Top  Shelf. 


.S6 


WOOD  MANTELS 


OF  QUALITY 


■X 


! 

1 


No.  61 


Plain  Oak.  Superior 
Gloss  Finish 


Height,  (i  ft.  !)  ill. 
Wiilth.  .5  ft. 

Mirror.  IS  .‘i(i  in. 
(’oluinns.  ,‘J  ’  in. 

Solid  Top  Sliclf. 

'Pile  Opening,  Sti  x  lit) 
Profile.  1  in. 

.\lso  fnrni.shed  without 


in. 

profile  with  .‘I!)  \  dd  opiuiing 


I 
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f  WODD  MANTELS 


tUVlMi  .  . . . .  ‘  ■  ■* 

T  OF  QUALITY 

- - 


sairTiafjaii 


"  ''C  >Sv*A|| 

mM 

■■1^ 

No.  154 


Plain  Oak,  Superior 
Gloss  Finish 


Height,  (i  ft.  I)  in. 

Width,  f.  ft.  ()  in.,  wnll  ])late.s  to  ,5  ft. 
Mirror,  l(i  x  in. 


Colninns,  ,‘i  in. 

Tile  Opening,  ,‘i(i  x  titi  in. 
Protile.  I  in. 


1 


1 


.58 


WGDD  MANTELS 


m’ 

r:A 


ft 


OF  QUALITY 


J 


1 


No.  158  Height.  (!  ft.  1)  in. 

Widtli.  4  ft.  ()  in.,  wall  l)liites  to  .)  ft. 
Mirror.  1  li  x  in. 

Plain  Oak,  Superior 
Gloss  Finish 


Colninns.  .‘5  in. 

Tile  Opening,  tit!  x  .‘it!  in. 
Profile,  4  in. 
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^ - 

!  WQDD  MANTELS 

I . . . . 


OF  QUALITY 


Height,  (i  ft.  7  in.  Tile  Opening.  .S(i  x  Sti  in. 

Width.  4  ft.  (i  in.,  wall  plates  to  .3  ft.  Profile.  4  in. 

.Mirror.  Ki  x  *28  in. 


No.  124 


Plain  Oak.  Gloss 
or  any  Mission  Finish 


60 


WGDD  MANTELS 


OF  QUALITY 


No.  164 


Ili-iplil.  (!  ft.  7  in. 

Width.  4  ft.  7  in.,  wall  platc.s  to  ft. 
Mirrm-,  x  tit'  in. 


'rile  Opening,  titt  x  4-2  in. 
ridfile,  4  in. 


Plain  Oak,  Gloss 
or  any  Mission  Finish 


61 


WGDD  MANTELS 


OF  QUALITY 


No.  162 


Plain  Oak,  Superior 
Gloss  Finish 


(!  ft.  ti  in. 

Widtli.  i  ft.  (i  in.,  Willi  pinti's  In  3  ft. 
.Mirror.  IS  \  S(>  in. 


('oluinn.s.  '  2  in. 

Tile  Openiiif;,  titi  x  :>(>  in. 
Profile,  4  in. 


WQDD  MANTELS 


A 


OF  QUALITY 


No,  160  Height,  ()  ft.  8  in.  Columns,  SL  in. 

_ I _  Width,  i  ft.  (i  in.,  wall  plates  to  o  ft.  Tile  Opening,  .‘hi  x  ;3(i  in. 

Mirror,  18  x  :5(i  in.  Profile,  4  in. 

Plain  Oak,  Superior 
Gloss  Finish 


63 


WODD  MANTELS 


OF  QUALITY 


No.  6  Height,  a  ft.  11  in. 

Plain  Oak  Superior  'Vidth.  I  ft.  !)  in.,  wall  plates  to  ft. 

Gloss  Finish,  Onarter  Mirror.  18  3(!  in. 

ed  Oak,  Polished 


('olunin.s,  .‘{’2  in. 

Tile  Opening,  .‘111  x  in. 
Profile,  :5  ill. 
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WGDD  MANTELS 


OF  QUALITY 


No.  999  Height,  0  ft.  11  in.  Tile  Opening,  hi)  x  in. 

_ ! -  ^Villth,  -1  ft.  H  in.,  wall  plates  ti>  .)  ft.  I’lmtile,  I!  in. 

Plain  Oak,  Gloss  Mirror.  18  x  IKi  in. 

Finish 


65 


jgfc 


WQDD  MANTELS 


- 


(fi) 


OF  QUALITY 


No.  11 


Plain  Oak,  Superior 
Gloss  Finish,  Quarter¬ 
ed  Oak  and  Real  Ma¬ 
hogany  Polished 


llciulit.  (i  ft. 

Widtii,  1  ft.  ()  in.,  wall  plates  ti>  .>  ft. 
Mirror.  I  f  x  f‘2  in. 

Tile  Openiiifi,  .‘ill  x  42  in. 

Profile.  4  in. 
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'wGDD  MANTELS 


t 


i 

’I 


OP  QUALITY 


I 

1 


No.  956 


Quartered  Oak  Maple 
Mahogany,  Polished. 


Ileiglit,  (>  ft. 

Width,  ;5  ft. 

Mirror.  14  x  48  in. 

Tile  0])enin)r,  4.5  x  48  in. 
Profile,  4  in. 
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WGDD  MANTELS 


(ft 


OF  QUALITY 


No.  11% 


Ouartered  Oak  and 
Real  Mahogany,  Pol¬ 
ished. 


11  elf'll  1.  f)  ft. 

Width.  4  ft.  it  in.,  wall  plates  to  .5  ft. 
Mirror.  Ki  x  4‘.J  in. 

Column.s.  in. 

'Pile  Ojiening,  .‘lit  x  4'i  in. 

Profile.  3  in. 
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WGDD  MANTELS 

7  ]■  OF  QUALITY 

^  M' 

i 


No.  1198 


0  u  a  r  t  e  r  e  d  Oak  and 
Real  Mahogany,  Pol¬ 
ished 


Height.  (>  ft. 

Width.  4  ft.  1)  in.,  wall  |)hites  to  .)  It. 
Mirror.  Hi  x  in. 

Colniun.s.  .‘!H2  in. 

'I’ile  ()])c'ning.  .‘Sit  x  l.'-2  in. 

Profile.  IS  in. 
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IWODD  MANTELS 


OF  QUALITY 


No.  981 


Plain  Oak,  Superior 
Gloss  Finish,  Ouarter- 
ed  Oak  and  Real  Ma¬ 
hogany,  Polished 


lleijfht,  (!  ft.  11  in.  ('oluuins.  ,‘iJ4 

^\i(ltll.  4  ft.  !)  in.,  wall  ])lat('.s  to  .5  ft.  Tile  Opening,  Plain  Oak,  IKi  x  .“Kl  in, 
Min-or,  IH  x  IKi  in.  Profile,  in. 

Tile  Opening,  (hmrtered  Oak  and  Mahogany,  tli)  x  4‘2  in. 

N’ott' — Xo.  same  as  above.  exee])t  has  IS  x  .‘id  oval  inirr'or. 

Note — Now  made  with  solid  lower  shelf  and  without  carving  or  frieze. 


1 


70 


WQDD  MANTELS 


OF  QUALITY 


1 


! 


I 


No.  987 


Plain  Oak,  Superior 
Gloss  Finish,  Quarter¬ 
ed  Oak  and  Real  Ma¬ 
hogany,  Polished 


Height,  (i  ft.  U  in.  Mirror,  IK  .\  .‘!(i  in. 

Width,  4  ft.  !)  in.,  wall  plates  to  5  ft.  Columns,  llL  in. 

Tile  Opening,  Plain  Oak,  ;i(i  x  .‘5(!  in. 

d'ile  0])ening,  (hnirteianl  Oak  and  Mahogany.  K!)  x  4''2  in. 

Profile,  3  in. 

Xote — Xo.  ilK!),  same  as  above,  exeept  has  18  x  3()  oval  mirror. 

Note — X'ow  made  with  soliil  lower  shelf  and  without  carving  or  frieze. 
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WC2DD  MANTELS 


ft 


OF  QUALITY 


No.  905 


Plain  Oak,  Superior 
Gloss  Finish,  Maple 
Mahogany,  and  Quar¬ 
tered  Oak,  Polished 


llciplit,  7  ft.  Mirror.  IS  x  .‘?(i  in. 

Midtli,  .)  ft.  ('(jlnnm.s.  .‘S'-)  in. 

Tile  Opening.  Plain  Oak,  .‘i(i  x  Sti  in. 

Tile  Opening,  (^narterecl  Oak  and  Mahogany,  S!)  x  T2  in. 
Prcdile.  .‘5  in. 

Xote — No.  !»07,  same  as  above.  exee])t  has  IS  x  30  oval  mirror. 


72 


yODD  MANTELS 


i 

r-A 


ft 


OF  QUALITY 


I 


No.  915 


Plain  Oak,  Superior 
Gloss!  Finish,  Maple 
Mahogany,  Quartered 
Oak,  Polished 


Height,  7  ft. 

Width.  .?  ft. 

Mirror.  18  .x  .‘Hi  in. 

Columns,  3}/2  in. 

Tile  Opening,  Plain  Oak,  8(i  ,x  30  in. 


Tile  0])ening,  Q\iartere(l  Oak  and  Mahogany, 
3!)  X  ^2  in. 

Profile,  3  in. 

Note — Xo.  913,  same  a.s  above,  exeept  has  18  x  30 
oval  mirror. 


7,1 


WODD  MANTELS 


OF  QUALITY 


No.  1188 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


llfiglit,  ()  I'l.  ;l  in. 

Wiiltli.  4  ft.  H  in.,  wall  ])lates  to  ft. 
'I'ilc  ()])i'ning.  4ft  x  IS  in. 

Profile.  4  in. 
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WOOD  MANTELS 


OF  QUALITY 


1 

! 

t 

J 


No.  1218 


Quartered  Oak,  Pol¬ 
ished 


llcislit.  (i  rt.  It  in. 

Width,  1  ft.  It  ill.,  wiill  plates  to  5  ft. 
Mirror,  l-t  x  4-d  in. 

Tile  Openiiii;.  1‘2  x  4'-2  in. 

Profile,  4  in. 
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L 


WGDD  MANTELS 


"A 


•^n 


(ft 


/' 


OF  QUALITY 


No.  1138 


Plain  Oak,  (Jloss  or 
any  Mission  Finish 


Ih'iglit,  (i  ft.  7  ill. 

Wiilth.  -1  ft.  !)  in.,  wall  ))latcs  to  .)  ft. 
I’ila.'itfi'.'^.  .'i*2  in. 

Mirror.  Iti  x  in. 

Till*  Opening,  tS!)  x  4*2  in. 

Profile,  S  in. 
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I  WODD  MANTELS 

_ 


•‘‘J 


(ft 


/■ 


OF  (QUALITY 


No.  1018 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  (i  ft.  i  in. 

Width,  d  ft.  !)  in.,  wall  jilates  to  5  ft. 
Mirror,  Id  x  .5(1  in. 

'I'ile  Opening,  dti  x  d8  in. 

Profile,  d  in. 


c 


77 


WGDD  MANTELS 


OF  QUALITY 


No.  80 


Crotch  ed  Quartered 
Oak 


lleifjlit,  (i  ft.  y  in. 

Wulth,  -t  ft.  (i  in.,  wall  [)lat('s  to  .5  ft. 
.Mirror,  14  x  f  i  in. 

'rile  OpeninK.  l-i  x  4'2  in. 

I’rotilc.  4  in. 


■J 


78 


VQDD  MANTELS 


OF  QUALITY 


No.  81 


Crotched  Mahogany 
Polished 


Heiglit,  1)  ft.  ;!  in. 

Widtli.  -t  ft.  (i  in.,  wall  ])lato.s  to  5  ft. 
Tile  ()])ening,  X  in. 

Mirror.  14  x  in. 

Profile,  4  in. 


79 


OF  QUALITY 


WGDD  MANTELS 


No.  967 


White  Wood,  Three 
Coats  White  and  White 
Enamel 


Height.  (!  ft. 

Width,  5  ft. 

Mirror,  Id  x  .jO  in. 

Tile  Opening.  4'^  x  42  in. 
Profile,  4  in. 


-  I 


80 


WQDD  MANTELS 


(R) 


OF  QUALITY 


i 

! 


No.  1182 


Height,  7  ft. 

Width,  i  ft.  Id  in.,  wall  plate.s  to  .7  ft. 


White  Wood,  Three 
Coats  \Vhite,  Birch 
Mahogany,  Polished 


Columns,  334  in. 

Mirror,  18  x  3(i  in. 

Tile  Opening,  39  x  42  in. 


I’ronle,  3  in. 


81 


WODD  MANTELS 


OF  QUALITY 


No.  1122 


Quartered  Oak  and 
Real  Mahogany,  Pol¬ 
ished. 


Height,  G  t'l.  11  in. 

Width,  4  ft.  S  in.,  wall  plates  to  5  ft. 
Mirror,  18  x  tit!  in. 

Colimins,  :}i4  hi. 

'File  Opening,  8!)  x  4‘2  in 
Profile,  3  in. 


82 


1 


VGDD  MANTELS 


A 


ft 


OF  QUALITY 


No.  1044 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


liciftlit.  T  ft.  ‘2  in. 

Wiiltli.  4  ft.  !)  in.,  wall  plates  to  .">  ft. 
Mirror,  18  x  .‘5(i  in. 

Coluinns.  .‘lU  in- 

Tile  Opening,  .‘Sit  X  42  in. 

Profile.  4  in. 


83 


WODD  MANTELS 


OF  QUALITY 


No.  1046 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  7  ft.  i  in. 

Width,  i  ft.  9  in.,  wall  plates  to  5  ft. 
Mirror,  18  x  3(i  in. 

Coluinns,  3' 2  in. 

'Pile  Opening.  3!)  x  in. 

Profile.  4  in. 
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v^GDD  MANTELS 


OF  QUALITY 


f 

s 

■ 

■ 

1  ■" 

r  ^  r  .  - .mHH| 

r  ^ 

.•  .  \  .• 

I 

1  vTTT: 

.7^^-  :  "7"  'Siani 

St  -  '  ..-dt'wiLc  ijiS 

tvL- 

'•1 

i 

! 

’'ik . 

"!  r  ■■  '"I 

No.  1168 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Ileifilit,  7  ft. 

Widtli.  t  ft.  lit  ill.,  wall  iilatcs  to  5  ft. 
Mirror,  18  x  titi  in. 

(’oliiinn.s.  1  in. 

'I'ile  Openinj;.  .‘Jit  x  4'J  in. 

Profile,  3  in. 
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WQDD  MANTELS 


OF  QUALITY 


No.  1076 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  (i  ft.  10  in. 

\\i<ltli.  -I  ft.  9  in.,  wall  plates  to  j  ft. 
Mirror,  18  x  80  in. 

'rile  0])ening.  39  x  in. 

Profile,  4  in. 
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WQDD  MANTELS 

j 

I  . . . 


OF  QUALITY 


No.  1000 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


7  ft.  i  in. 

Width.  4  ft.  9  in.,  wall  plates  to  .5  ft. 
Mirror.  18  x  .‘Ki  in. 

Colninn.s,  in. 

Tilt'  Opening',  .'!!)  x  4'i  in. 

I’rotili',  tJ  in. 
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I 


r 


WQDD  MANTELS 


::A 


ft 


OF  QUALITY 


No.  1164  Ileiglit.  7  ft.  Cohimn.s,  f  in. 

Width.  \  ft.  It)  in.,  wall  |)late.s  to  .5  ft.  Tile  Ojn'iiinf;.  3t(  x  d'i  in. 
Mirror,  IS  x  3(1  in.  Profile,  3  in. 


Ouartered  O  a  k  and 
Real  Mahogany,  P  o  1  ■ 
ished 


88 


OF  QUALITY 


|WQDD  MANTELS 

y _ _ _ 


No.  1166 


Quartered  O  a  k  a  n  d 
Real  Mahogany,  P  o  I  - 
ished 


Height.  7  ft. 

Wicitli.  1  ft.  !)  ill.,  wall  phite.s  to  .5  ft. 
Mirroi'.  IS  x  ,‘ili  in. 

< 'oliiiiiii.s,  t  ill. 

Tile  Opening,  til)  x  t'i  in. 

Profile,  ti  in. 


89 


^ - - - 

j^WODD  MANTELS 


OF  QUALITY 


Quartered  Oak  and 
Real  Mahogany,  Pol¬ 
ished 


Mirror.  IH  x  .‘i(!  in. 
Columns,  4  in. 
rile  ()i)eninf;,  .‘iil  x  4g  in 
Profile,  4  in. 
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( 


r 


I  WQDD  MANTELS 


L 


?%\ 


ft 


OF  QUALITY 


i 

I 


No.  1002 


Quartered  Oak  and 
Real  Mahogany,  P  o  I  - 
ished 


Height,  7  ft.  g  iu. 

Width,  4  ft.  !)  in.,  wall  plates  to  o  ft. 
Mirror.  18  x  lit!  in. 

Cohunns,  ,‘i^  in, 

Tile  Opening,  ti!)  x  4^  in. 

Profile,  in. 


91 


WGDD  MANTELS 


OF  QUALITY 


No.  1032 

IleiKlit,  7  ft. 

Width.  ,7  ft. 

\^  hite  \\  ood,  Three 

Mirror,  "20  x 

Coats  White  and  White 

(  oliimii.s,  4  in 

Enamel 

Tile  Opening. 

I’roKle.  ‘2*2  i” 

% 

V 


r 

I 


u 

f 


\ 


i 


-r  A 


i 
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t 


WGDD  MANTELS 


OF  QUALITY 


No.  947 


Quartered  Oak  Real 
Mahogany  and  Birds¬ 
eye  Maple,  Polished 


Height,  (i  ft.  .5  in. 
Width,  5  ft. 

.Mirror,  IH  x  411  in. 

'File  Opening.  4'2  x  4‘2  in 
Profile,  ,‘i  in. 
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WQDD  MANTELS 


No.  1202  M  eight,  (i  ft.  1  in.  Tile  Opening.  45  x  48  in. 

Wicltlu  5  ft.  Profile,  5  in. 

Mirror,  1  (i  \  48  in. 


OF  QUALITY  | 

_  '] 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


94 


OF  QUALITY 


WODD  MANTELS 


No.  118 


Crotch  ed  Quarter¬ 
ed  Oak  and  Mahogany 
Polished 


Ilcight.  (i  ft.  i  in. 

Width,  f)  ft. 

Mirror,  1  t  x  48  in. 

Tile  Opeiiiiif;,  48  x  48  in 
Profile,  4  in. 


^)5 


f - - 

I^WQDD  MANTELS 


OF  QUALITY 


No.  1238 


Ouartered  Oak,  Pol¬ 
ished 


(>  ft.  .)  in. 

Width,  ,5  ft. 

'I'ilf  Opening,  4S  x  18  in. 
Profile,  i  in. 


Two  ('oi)pered  art  lights  !)%  x  l'23<j  in. 


<)6 


WQDD  MANTELS 


.  '  . .  ' 

OF  QUALITY 


No.  1210 


Quartered  Oak,  Pol¬ 
ished 


llciglit,  (i  I't.  .')  in. 

Width,  r,  ft. 

Tile  Opcninf;,  4.)  x  48  in. 

Profile,  ()  in. 

Tliree  coiipered  art  liitlit.s,  dj/g  x  li}4  in. 
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wmwmvmrmmm 


r 


WGDD  MANTELS 


ft 


OF  QUALITY 


No.  1006 


Ouarterecl  Oak,  P  o  1  - 
ished,  and  Mission 
Finishes 


Ilcifjid.  (i  ft.  to  ill. 
Wiiltli,  .j  ft. 

( '(iliiiiin.'i.  t  in. 

Tile  Opcninp,  S!(  x  4"2  in. 
Protill'.  ,S  in. 


98 


rj 


WGDD  MANTELS 


OF  QUALITY 


i 


I 


1 


'  [ 

il 

I 

I 


I 

! 


ranstti 


1^^  TijK.riifcidr^wrift^^hT^if 


■'•'•'•  ^.^•v.>/.X.-'.  . . . 

..A^wss-'^V:'  ;.'■  ■  ■'•feli^fes'-.-  -  -  ■•  ■  •  AST-. X  ••..;<■■•  • 


No.  1160 


Quartered  Oak,  P  o  I  - 
ished,  or  any  Mission 
Finish 


Ileiglit,  (!  ft.  8  in. 

Widtli,  4  ft.  9  in.,  wall  plates  to  .5  ft. 
Mirror,  PZ  x  '•24  in. 

Tile  Opening,  42  x  42  in. 

Profile,  ;?  in. 

Two  Co])pcre(l  Art  (ilass  9}  2  ■''  hr. 
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WGDD  MANTELS 


OF  QUALITY  I 

~1 


No.  1232 


White  Wood,  Three 
Coats  White  and  White 
Enamel 


Heiglit,  6  ft. 

Width,  5  ft. 

Mirror,  14  x  50  in. 

Tile  Opening,  39  x  42  in. 
Profile,  5  in. 


100 


WODD  MANTELS 


OF  QUALITY 


No.  1236 


White  Wood,  Three 
Coats  White  and 


White  Enamel 


Height,  7  ft.  Mirror.  18  x  42  in. 

Width,  ,5  ft.  'I'ile  Opening,  42  x  42  in. 


Profile,  6  in. 


WGDD  MANTELS 


OF  QUALITY 


WWSSfl 


No.  1222 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished. 


Iloight.  ()  ft.  H  in, 

Width.  .5  ft. 

Mirror,  Iti  x  tS  in. 

Tile  Openiiifj.  1,5  x  IS  in. 
Profile,  ,)  in. 
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WOOD  MANTELS 


OF  QUALITY 


■V 
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No.  1206 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  (i  ft. 

Width,  5  ft. 

Mirror,  1  f  x  dH  in. 

Tile  Opening,  4.5  x  4S  in. 
Profile,  .5  in. 
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WQDD  MANTELS 


OF  QUALITY 


No.  974 


Quartered  Oak  and  Real  Heiglit,  7  ft. 
Mahogany,  Polished  Width.  .>  ft. 


Tile  Oja'iiiiig.  tJ!)  x  f'2  in. 
Profile,  .‘i  in. 
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WGDD  MANTELS 


s% 


/■ 


OF  QUALITY 


No.  971  Ili'iKlit.  7  ft,  4  in. 

_  Wiiltli,  4  ft.  HI  in.,  wall  platc.s  to  .)  ft. 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Minor.  ‘2(1  X  .‘Sa  in. 
Colnmn.';,  4' 2  in. 

Tile  ( Ipeninj'.'i.  (ill  X  42  in. 


Profile.  ;5  in. 


I 
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OF  QUALITY 


(wODD  MANTELS 

I _ _ _ 


No.  1140 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Hciglit,  7  ft,  1  in. 

Wiiltli,  -t  ft.  10  in.,  wall  platc.s  to  .)  ft. 
Pila.stiTS.  0*2  in. 

Plain  Mirror,  ilO  x  44  in. 

Tile  Opening,  14  x  44  in. 

Profile,  ,5  in. 
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WQDD  MANTELS 


i 


OF  QUALITY 


._j 


f 

i 


j 


Quartered  Oak  and 
Real  Mahogany  Pol¬ 
ished 


Mirror,  ‘•ZO  x  .‘!(i  in. 

Colimin.s,  4  ’  2  i''- 

'I'ile  Openings,  ;li)  x  -1‘2  in. 


Profile,  3  in. 
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WQDD  MANTELS 


A 


(ft 


OF  QUALITY 


I  I 


No.  1150 


Plain  Oak,  any  Mission 
Finish 


Hciglit.  (i  ft.  (!  in. 

Width.  .5  ft. 

Plain  Mirror.  IH  x  d‘2  in. 
'Pile  Opening.  4S  x  42  in 
I’rofile,  .)  in. 
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WGDD  MANTELS 


OF  QUALITY 


■llli 

■MHi 

■11 

■ 

■ 

No.  1220  Height,  (i  ft.  7  in.  Tile  Opening,  -tH  x  Vi  in. 

Width.  ;5  ft.  Profile,  4  in. 

I  nbeveled  Mirror,  IH  x  4''2  in. 


Quartered  Golden  Oak, 
Polished,  or  any  Mis¬ 
sion  Finish 
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WGDD  MANTELS 


OF  QUALITY 


No.  1126 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  7  ft.  :i  in. 

Width.  4  ft.  10  in.,  wall  i)late.s  to  o  ft. 
Mirror,  i20  x  111!  in. 

Colnmn.s,  .7  in. 


Tile  Openings,  .S9  x  4i  in. 
Profile,  3  in. 


IK) 


WOOD  MANTELS 

I 


OF  QUALITY 


No.  1060 


Quartered  Oak  P  o  1  - 
ished 


Height,  7  ft.  .5  in. 

Width,  .)  ft. 

Mirriir,  18  x  t((  in, 
Colninns.  .'5  in. 

Tile  Opening,  .Si)  x  f"2  in. 
Profile,  .S  in. 


10(5^2,  .samo  as  al)oV(*.  except  has  IS  x  40 


oval  mirror. 


Ill 


WC2DD  MANTELS 


OF  QUALITY 


No.  1128 


Oiiartered  O  a  k  and 
Real  Mahogany,  Pol¬ 
ished 


Height.  7  ft.  .'!  in. 

Wiilth.  4  ft.  11)  in.,  wall  i)lates  to  •>  ft. 
Mirror.  ‘24  x  40  in. 

Columns,  .)  in. 

Tile  Opening,  ,‘i!)  x  4‘2  in. 

Profile,  :5  in. 
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r 

L 


WQDD  MANTELS 


ft 


OF  QUALITY 


/■* 


No.  1022 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


FIcifi'ht.  7  ft.  -t  ill. 

Wiiltli.  ^  ft.  Ill  ill.,  wall  |ilat("i  to  ■>  ft. 
Mirror.  ‘2(1  x  .‘ill  in. 

( 'oliiiiin.s,  .)  ill. 

Tile  ()])eniiig,  x  1‘2  in. 

Profile,  .‘i  in. 


Xote — No.  10‘24.  .same  as  aliove.  exce])!  lias  ‘24  x  40  mirror  filling  entire  .s])aee  between  shelves. 
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WQDD  MANTELS 


OF  QUALITY 


No.  1064 


Ouartered  Oak,  Pol¬ 
ished 


Heifflit,  7  ft.  .)  in. 
Width.  .5  ft. 

Mirror,  x  tl  in. 
Cohunn.s,  ,5  in. 

Tile  Opening;,  ti!)  x  4^  in 
Profile,  3  in. 
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ditk, 


r 


WQDD  MANTELS 


"A 


(ft 


OF  C^ALITY 


No.  1097 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Height,  T  ft.  (!  in. 

\\i(lth,  4  ft.  II  in.,  wall  plate.s  tn  .5  ft. 
-Mirror.  .\  40  in. 

Coluinn.s,  5  in. 

Tile  Opening.  OO  .\  4'-^  in. 

Profile,  ;!  in. 

('ro.s.s  l)an(le(!  throngliont. 
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WGDD  MANTELS 


OF  QUALITY 


No.  1078 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Ilcifflit,  7  ft.  (i  in. 

^^icltll,  4  ft.  10  ill,,  wall  plate.s  to  a  ft. 
Mirror,  if  f  x  40  in. 

('oloniii.s,  ,)  in. 

'Pile  Opening,  tiO  x  4‘2  in. 

I’rofile.  ,‘i  in. 

Cro.ss  handed  tlironghont. 
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WGDD  MANTELS 


OF  QUALITY 


■tefijirrif 


aaami^ 


No.  1174 


Quartered  Oak,  P  o  1  - 
ished 


Heiglit.  7  ft.  i)  in. 
Wicltli.  n  ft.  ti  in. 
.Mirror.  1+  x  -f‘2  in. 
Coininn.s,  7  in. 

Tile  ()])eiiing,  4.)  x  f'J  in 
Profile,  ;5  in. 
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WQDD  MANTELS 


OF  QUALITY 


No.  748 


Quartered  Oak  and 
Real  Mahogany,  P  o  1  - 
ished 


Heiglit.  7  ft.  o  in. 

Wiiltli.  .)  ft. 

Mirror,  ‘2()  x  4'2  in. 
Column.s,  5  in. 

Tile  Opening,  42  x  42  in. 
Profile,  ,4  in. 
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WQDD  MANTELS 


ft 


OF  QUALITY 


No.  1170 


White  Wood,  Three 
Coats  White  and  W'hite 
Enamel  and  Birch  Ma¬ 
hogany,  Polished 


Height,  (i  ft.  !)  in. 

Width.  ')  ft. 

Mirror,  x  48  in. 

'I'ile  Opening,  tSf)  x  4*^  in. 
Profile,  4  in. 
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No.  1034 


Ouartered  O  a  k  a  n  d 
Real  Mahogany,  P  o  1  - 
ished.  Three  Coats 
White  and  White 
Phiamel 


lleifrlit,  ()  fl.  11  in. 
Width.  .5  ft. 

■Mirror.  '2'2  x  •>(>  in. 

Tile  OjH'ning.  d.>  x  IS  in. 
Profile,  d  in. 
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WGDD  MANTELS 


OF  QUALITY 


No.  28 


Ouartered  Oak,  P  o  1  - 
ished 


Height,  7  ft.  (i  in. 
Width,  4  ft.  (i  in. 
Mirror,  tit)  x  4H  in. 
Columns.  4  in. 
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WQDD  MANTELS 


OF  QUALITY 


No.  100 

Bookcase 


Height,  36  in. 
Width,  36  in. 


Plain  Oak  and  Imita¬ 
tion  Mahogany 


No.  200 
Bookcase 


Height,  36  in. 
Width,  4'-2  in. 


No.  300  Heiglit,  3!)  in. 

Bookcase  width,  in. 


Ouartered  Oak  and  Im¬ 
itation  Mahogany 


Quartered  Oak  and  Im 
itation  Mahogany 


I 
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